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FOR IMMEDIATE RELEASE Modern Greek architecture 
subject of Concordia lecture. 


Montreal, Quebec, March 14, 1980 -- With so much attention devoted 
to ancient Greek architecture, the study of Greece's contemporary architecture 


has been neglected. 


Anthony Antonaides, a native of Athens currently teaching in the 
United States and one of the few experts in the field, will speak 
at Concordia University on Monday, March 24 on "Contemporary Greek 


Architecture". 


Antonaides' lecture, which will be accompanied by a slide presentation, 
will take place at 8:30 p.m. in room H-937 of the Henry F. Hall Building, 
Sir George Williams campus, 1455 de Maisonneuve Blvd. W. 


Currently director of the School of Architecture at the University 
of Texas, Antonaides has also taught architectural history and practice 
at the University of New Mexico at Albuquerque and at the University 
of Athens. 


He has published numerous articles dealing with Pueblo architecture 


and with the architecture of the U.S. Southwest. His most recent 


book, Contemporary Greek Architecture, will be released in English 
this spring. 


For further information, call Professor Rosalie Staley at 879-4519, 
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Mark Gerson 
Information Officer 
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POUR DIFFUSION IMMEDIATE Conférence sur 1'architecture 
grecque moderne 4 l'Université 
Concordia 


Montréal (Québec), le 14 mars 1980 —~ A force de se consacrer tout 
entier 4 l'étude de l'architecture ancienne de la Gr&ce, on finit par en 


oublier l'architecture contemporaine. 


L'un des rares experts en ce domaine, M. Anthony Antonaides, origi- 
naire d'Athénes, professeur d'architecture aux Etats-Unis, prononcera le 
lundi 24 mars une conférence 4 l'Université Concordia intitulée "Contemporary 
Greek Architecture". 

Sa conférence, qu'il illustrera de diapositives, aura lieu en H-937 
du pavillon Henry F. Hall, campus Sir George Williams, 1455, boulevard de 
Maisonneuve ouest, 4 20h 30. 

Actuellement directeur de 1'école d'architecture dé la University 
of Texas, M. Antonaides a également enseigné l'histoire et la pratique de 
l'architecture 4 la University of New Mexico 4 Albujverque et 4 la University 
of Athens. 


Il a en outre écrit divers articles sur l'architecture pueblo et 


CONCORD 


sur celle du sud-ouest des Etats-Unis. Son tout demier livre, Contemporary 


Greek Architecture, paraitra au printenmps. 


Pour de plus amples renseignements, conmuniquer avec le professeur 


Rosalie Staley au 879-4519. 
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Mark Gerson 
Agent d'information 


